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2950 Lake Emma Road 
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I For Customer Service call: (407)333-8900 
_Emcrgency Telephone: (4Q7) 333-8900 


HMIS: 1-3-0 


RADIO SHACK 44-lOlOB 


This Material Sa&ly Data Sheet coo^lies with OSHA Hazard Commumcatioai Standard 29 CFR 1910. 1200. 


Page 1 of 3 

TAPE FLUID - 9201 
NFPA: 1-3-0 

Data Sheet: 01007 
- 1 0 1 0 B Prepared: 1 1/26/93 

Supersedes: N/A 




If IARC; NTP. Acom -nd OSHA«xeia>8eii. «epr^ nutetUl mooooeolr«tion>0.1H 1b«y influs «ecd« 

fagredicntfs) Exposure Limits Percent Note 

PEL.TWA400ppm 100% OSHA/ACCffll STEL is 500 ppm. 

CAS#: 67-63-0 Aa3H-TWA400ppm NIOSHiecoininaids4()0ppin8^ 

NIQSH recommends 800 ppm c eiling limit 


■ 


Pcndssible E^H»are limits: NtrteslaMishedforfliispio*^ Scc sSto 2&r^oiSSS^ 

Effects of Acute Overexposure: 

Eyes: E:qx)sure to liquid or v^r causes eye irritation. Symptoms m^ include: stinging, tearmg arid rediiess. 

Brea^: Exposi^ to ^r<wniist is possible under certain oondmon^ Breathing small amounts 

during imnnal Imdimg an4 use is not lilody to cause haimM health effects; breathing lar^ 

Symptoms are more typic^y seen at air concentrations exceeding the recommended ejqwsure limih; Symptoms of 
^ 0 ^ ^ ^ude: iiri^on of the nose, throat, re^iiatoiy tract; Central Nervous System (CNS) dq>r^on 
including dizziness, drowsiness, weakness, fetigue. poor coordination, nausea, headache cnnfi.«nn . 


■ 1 j- ^ : uHw, «^cunai jNetvous system f CNS) depression 

ooeriinatiOD. Baaaa. head^ coofhsioa, unconsciousness, 
etc., low blood pressure, low core Ixxfy temperature; coma; an<f dea th 


Swallowing: Sw^wing sniaU ainounts inddental to normal handling is imt lilrefy to cause an adverse health effa^ 
Sjmptomsof^^^ include: gastroint^ CNS depression iitoludmg dizziness, drowsiness, weakness 

tigue, pror coordj^on, nausea, headache, confusion, unconsciousness, etc.; lespiratoiy depression- low blood 
pressure; low core Ixxfy temperature; kidnQr damage; coma; and death. 


Primary Routc(s) of Enti^: Eye contact, ridn contact, skin absorption, and inhalation. 

Effects of Chronic Overeiposure: Mild, reveraible liver effects and fetotoxicify at matetnally toxic doses only 


T°t Skin contact may aggravate existing dermatitis or other significant skin 

conditions. Inhalation m^ adversely affect existing respiratory condirions. 




Eyes: ff^ptoim develop, move individual away &om exposure and into ftesh air FuS qrav^water^Tl^ into 
holdmg eye lids apart If symptoms peisist seek medical attenUon. 


Washex;„scdareaMdr,argeamom:Uofsoapand 


Ifsymptoms persist seek medical 

attention If breathing is difficult adnumster oigrgen; keep person warm and quiet and seek medical attention 
Swallo^ng: If showed, seek medical attention Induce vomiting, if individual is conscious and alert If individual is alert 

mducevomitmgbygiv^syrap of ip«acotgentIyplacing two angers at the tack of the tinoaTffiS 

^nsaon^ place on the M side with the head feeing down. Do not give arcthing by month to an individij^ ttat k 
unconscious or not alert ff possible, do not leave exposed individual unattended. 





^ — 


Flashpoint: 53° F by TCC (component) 

Explosive Limit: LEL2.0% UEL 12.0% (by component) 

Eitingnishing Media: alcohol foam, caibon dioxide or diy chemical. 

mduding. 












Di^<>f*pflled««eriaIaccoriingtolocal,aa..,^d 






1 ■' 




« ‘“ “PO-- below U.C 

Protective Glove,: Wear oheoucalteottatu glove, t»:h a, oeop«^ Conac, your safety ecpupmeotouppUer 

Eye Protection! Chemical qilash goggles and a &ce shield to prevent splash, in compliance with OSHA regulations, is advised. 

Ot^Protective Equipment! To prevent repealed or prolonged skin contact, wear impervious clothing and boots. 




Measurement 


180°F @ 760mmHg (componeot) 
33.0 mmHg@ 77°F (component) 
2.07 (Air=I) 


Measurement 


Specific Gravity 
Percent Volatiles 


0.789 @ 60°F (ccMuponent) 


Not applicable 


Evaporation Rate 
Appearance 


Slower than ether 


Clear liquid 


Datasheet 01007 
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Stability; Stable. 


oxidizers, acetaldehyde, ethylene oxide, acids, and isocyanates. Do not mix with 




SARA Title HI, Section 312 Infonnation: Health immediate (Yes) delayed (Yes) Fire (Yes) Reactivity (No) 
Proposition 65: No ^ / 

tSCA 12B; Yes - Isopropanol (CAS# 67-63-0). If this product is to be eq>orted, it is subject to the export notification 
requirements of TSCA 12(b) [40 CFR Part 707 Subpart D). 


be present m the emptied container. All hazard precautionary measures should be followed. 


The i^n^on accumulated and reflected in this Material Safely Data Sheet is believed to be accurate but is not warranted to 

Whether ori^ting with the company or not Recipients are advised to confirm in advance of need that the information 
IS current, applicable, and suitable to their circumstances. 


End of MSDS 


